DON’T ACCEPT YOUR NEW HOME UNTIL A SNAGGING INSPECTION IS COMPLETED 


There are several steps involved to buying a brand-new home and 
being financed for it. The anticipation of moving in is going to grow 
as that date gets closer and closer. However, you shouldn’t accept 
ownership until a new home snagging inspection has been completed. 
This will help you to feel secure that everything is as it should be. 

Rushing to move in could turn out to be a decision you regret. You 
have already waited this long, what are a few more weeks? Buying a brand-new home is a big adventure, 
but also a huge investment. The new home snagging can put your mind at ease that things are very well with 
the place. You will be smiling knowing this is the case. And you can move in eagerly. 



SNAGGING & HANDOVER 


Problems to Address 

However, there are times when that isn’t how it all plays out. While you will be disappointed there are 
problems to address, you will be thankful you didn’t move in blind to them. With new home snagging 
services, those problems can be identified and then addressed. In fact, the report from the company can be 
what you need to get the contractor to step up. 

They don’t want problems with you, and they certainly don’t want their reputation as a contractor tarnished. 
They should make it right and the you can get a new date to be able to move into your home. The delay will 
be worth it to ensure you are going to have a home that is structurally sound. Not only will this save you 
money in the long run, it improves safety. 

Who to Hire 



Spend some time finding the best new home snagging company around the 
area. The outcome of their report is only as good as their credentials. They 
should have a sincere desire to help you ensure the home is a good 
investment on all levels. They should answer any questions you may have 
about what they will look at and how the report will be presented. 

Schedule your new home snagging inspection at a time when it fits their 
schedule and the contractor says the place will be completed. They 
understand if that needs to be changed as it gets closer due to delays with the contractor finishing up. 
However, you don’t want the home to be done and then you have to wait to get someone out there to check 
it out. 







It can take a week or two for the inspector to have a full report ready for you. The amount of time will 
depend on their schedule and their practices. You should always ask about this timeframe before you hire 
them. Don’t assume you will have it at a certain time and then be upset when that doesn’t happen. 

Cost of Services 

The cost of new home snagging will depend on who you hire, the location of the place, 
and the size of the home. Find out if there is an extra charge for them to go back and 
inspect anything that was first identified and the contractor is to take care of. Get a quote 
for the cost including the scope of the work they will complete for you. 

Such services aren’t a huge expense, but you don’t want to move into your new house without them. In the 
long run, this is going to save you time and money. You need a home you can live in and love, and one that 
is going to hold up like it should. Don’t settle for anything less than that! 

You can count on https://mdrhomeinspections.co.uk to help you make a great buying decision. We can put 
your mind at ease that the property is in good condition before you lease or buy it. We can also help you to 
avoid a serious mistake when it comes to buying or leasing property that has a multitude of problems. We 
have a complete checklist we well go through with the inspection. We have skilled employees who are 
trained to look at every aspect of the property. You will be given a detailed report that shares the findings so 
you can make well informed decisions about your next steps. 






